To accompany report of A. W. Ponton, D.L.S. 











Annual Report of the Topographical Surveys Branch, 1911-1912 





ALONG THE PRINCIPAL MERIDIAN 





From Lake Winnipeg to Township 61 


From levels taken by A. W.| Ponton, D.L.S. in 1911 


SCALE :—VERTICAL, 1,000 FEET TO AN INCH. 


HORIZONTAL. 6 MILES TO AN INCH, 
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The elevations are referred to a datum of 710 feet for 


NOTE: 


the elevation of the water level of Lake Winnipeg at 


time of survey. 

















